DART AEROSPACE LTD Work Order: 

ien 22-8 ns A 
Description: Plug 
E 


Inspection Dwg: D3453 Rev: B 


FIRST ARTICLE INSPECTION CHECKLIST 


[x] First Article |] Prototype 


Method of 
Inspection 


Drawing Actual 
Tolerance i 
Dimension Dimension 
@0.755 
1.030 
0.75 


0.60 
7/16” x 20 UNF 


0.170 


0.500 
@0.106 
@0.129 


Measured by: 


Rev Date Change 
A 06.09.01 | New Issue 


07.09.06 | Dimensions revised 


08.06.02 | G0.429 - @0.437 dimension revised 
09.11.04 | Dimensions updated per Dwg Rev B 
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